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SHIP TO: WESTERN MA PUBLIC HEALTH 

AMHERST DRUG LAB/RM N251/MORF 
REF:11494 / J. HANCHETT 
637 NORTH PLEASANT STREET 
AMHERST, MA 01003 

DATE: 1/27/2012 TIME: 10:48:52AM 

CARTON: 990874959 


SIGMA-ALDRICH 

SHIPPED FROM: Sigma-Aidrich 

6000 N. TEUTONIA AVE. 
MILWAUKEE, Wl 53209 
414-438-3850 or 800-558-9160 


PURCHASE ORDER No. 



1204828 


ORDER NUMBER: 3007517530 


Catalog No. - Unit 

Description 

Batch i C 

)ng PM Qty 

Urals Pactetl:: 

23163 

THERMOGREEN SEPTA LB-2 
! 11MMPK250 


2 

2 

20434 

| LEAK DETECTOR,SNOOP,80Z 

BATCH NA 

3 

3 




DELIVERY No. 


0840808125 


SOLD TO ACCT. I SHIP TO No. 


49718314 


REQUESTED ROUTING TERMS-NET 30 DAYS F O B. PLANT 


R07P - RPS/FXG 


The , 

Sigma-Aidrich SIGMA @ ALDRICH 0SUPELCOf £Ffu«ur SAFC 

Group 

All sales are expressly limited to and conditioned upon the terms and conditions appearing on the front 
and back of this form Sigma-Aidrich brand products are sold exclusively through Sigma-Aidrich, Inc. 
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